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CATALOGUE  No.  8 

GLOBE  PRODUCTS 
LIGHTING  EQUIPMENT 


Globe  Metal  Manufacturing  Co. 

PHILADELPHIA,  PA. 
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CATALOGUE  No.  8 


Exterior  Ornamental 
Lighting  Equipment 


CAST  IRON 


CAST  BRONZE 


LANTERNS 
BRACKETS 
NEWELL  POSTS 


RINGS 
HOLDERS 
STREET  STANDARDS 


Special  Designs  Made  To  Specifications 


Globe  Metal  Manufacturing  Company 

PHILADELPHIA,  PA. 
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GLOBE  METAL  M  AHU  F  ACT  U  R  IHG  CO..  PHILADELPHIA,  PA. 


Outdoor  Commercial  Unit  No.  140 


Spun  Copper  Holder — 7  x  14  inches. 
Fitter — 9V2  inches. 

Glass — 12  X  12  X  9'/2  inches. 

Wall  Plate,  14  x  4%  inches. 

Extension  to  Center  of  Light,  16  inches. 
Height  Overall,  241/2  inches. 

Cast  Iron  Bracket. 


No.  140 

Complete  as  shown 
with  glass 


Mogul  Cleat  Receptacle  Furnished 


No.  140.  Complete  with  Glass — Finish,  Rubber  Black 


List  Price 
Each 

^22.50 
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GLOBE  METAL  MANUFACTURING  CO..  PHILADELPHIA.  PA. 
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Outdoor  Commercial  Units  No.  145  &.  No.  0-145 


Spun  Copper  Holder — 7  x  14  inches. 
Fitter — 9*/2  inches. 

Glass — 12  X  12x9/4  inches. 

1 1/4  inch  pipe. 

Extension  to  Center  of  Light,  34  inches. 


Mogul  Cleat  Receptacle  Furnished 


List  Price 
Each 

No.  145.  Complete  as  shown  (with  glass) .  ^27.00 

No.  C-145.  Complete  (with  glass)  27.00 


Finish — Rubber  Black 
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GLOBE  METAL  MANUFACTURING  CO.,  PHILADELPHIA.  PA. 


Wall  Lantern  No.  150 


(No.  150-A  Same  as  No.  150,  but  Smaller  Type) 


No.  150-A 

Length  over  all,  28  inches. 

Size  of  cage,  28  x  12  x  9*/2  inches. 
Extension  from  back  of  wall  plate 
center  of  cage,  12  inches. 

Wall  plate,  6  Vi  inches. 


No.  150 

Length  over  all,  38  inches. 

Size  of  cage,  38  x  17  x  13  inches. 
Extension  from  back  of  wall  plate  to 
center  of  cage,  16  inches. 

Wall  plate,  9  inches. 


List  Price  ^255.00 


List  Price  ^90.00 


to 


Made  of  Cast  Bronze  only. 
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GLOBE  METAL  M  AHU  E  AC  T  U  R  IHG  CO..  PHILADELPHIA.  PA. 


Wall  Lantern  No.  240 

List  Price 


Each 

Cast  Iron,  Rubber  Black  Finish  ^16.50 

Cast  Bronze,  Natural  Bronze  Finish  33.00 


Size  of  cage,  6  x  IOV2  inches. 

Wall  plate,  6%  inches. 

Length  overall,  24  inches. 

Extension  from  wall  plate  to  center 
of  cage,  9  inches. 

Cylinder,  5x7  inches. 

Wall  Lantern  No.  300 

List  Price 


Each 

Cast  Iron,  Rubber  Black  Finish  ^10.50 

Cast  Bronze,  Natural  Bronze  Finish  24.00 


Size  of  cage,  8V2  x  4  inches. 

Wall  plate,  5  inches. 

Length  overall,  I9V2  inches. 

Glass  cylinder,  4x6  inches. 

Extension  from  wall  plate  to  center 
of  cage,  7  V2  inches. 

C.  R.  I.  or  Amber  cylinder  furnished. 

C.  R.  I.  cylinder  furnished  unless  otherwise  specified. 

Mottle  Green  finish  same  price  as  Blacf. 


Wall  Lantern  No.  215 


List  Price 


Each 

Cast  Iron,  Rubber  Black  Finish  ^16.50 

Cast  Bronze,  Natural  Bronze  Finish  33.00 


Size  of  cage,  1 1  V2  x  5  14  inches. 
Wall  plate,  12  V2  X  5%  inches. 
Length  overall,  20  inches. 

Extension  from  wall  plate  to  center 
of  cage,  8 14  inches. 


Mottle  Green  finish  same  price  as  Blacfi. 


TWO  No.  240 

SIZES  No.  300 
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GLOBE  METAL  M  AN  U  F  A  C  T  U  R I N  G  CO.,  PHILADELPHIA,  PA. 


Wall  Lantern  No.  245 


List  Price 


Each 

Cast  Iron,  Rubber  Black  Finish  ^42.00 

Cast  Bronze,  Natural  Bronze  Finish  90.00 


Size  of  cage,  19  x  8V2  inches. 

Wall  plate,  6%  inches. 

Length  overall,  29  inches. 

Extension  from  wall  plate  to  center 
of  cage,  10  inches. 


Constructed  with  panel  door  which  can  be  easily  opened 
in  order  to  change  bulb. 


Mottle  Green  finish  same  price  as  Blac]{. 


No.  245 


Wall  Lantern  No.  250 


List  Price 
Each 

Cast  Iron,  Rubber  Black  Finish  ^12.00 

Cast  Bronze,  Natural  Bronze  Finish  27.00 


Size  of  cage,  9^2  x  7  x  41/2  inches. 
Wall  plate,  5 '/2  inches  square. 
Length  overall,  19  inches. 

Extension  from  wall  plate  to  center 
of  cage,  8  inches. 


Mottle  Green  finish  same  price  as  BIacJ{. 


No.  250 


GLOBE  METAL  M  AHV  F  ACT  U  R  IHG  CO..  PHILADELPHIA.  PA. 
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No.  251 


Wall  Lantern  No.  255 


List  Price 


Each 

Cast  Iron,  Rubber  Black  Finish . ^10.50 

Cast  Bronze,  Natural  Bronze  Finish  21.00 


Size  of  cage,  9’/2  x  6V2  x  4V2  inches. 
Wall  plate,  5  V2  inches  square. 

Length  overall,  16  inches. 

Extension  from  wall  plate  to  center 
of  cage,  8  inches. 


Constructed  with  hinge  on  bottom  door  which  can  be 
easily  opened  in  order  to  change  bulb. 


Wall  Lantern  No.  251 


Li.st  Price 
Each 

Cast  Iron,  Rubber  Black  Finish  ^49.50 

Cast  Bronze,  Natural  Bronze  Finish  82.50 


Extension  from  wall  to  center 
of  cage,  1  2  Vz  inches. 

Size  of  cage,  26  x  14  x  9/4  inches. 
Wall  plate,  10x6  inches. 

Height  overall,  28  inches. 


Mottle  Green  finish  same  price  as  Blacfi. 


Mottle  Green  finish  same  price  as  Blacfi. 


No.  255 
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GLOBE  METAL  M  AKU  F  AC  T  U  R  IHG  CO.,  PHILADELPHIA,  PA. 


No.  303 


Wall  Lantern  No.  304 

List  Price 
Each 


Cast  Iron,  Rubber  Black  Fiirisb .  ^8.25 

Cast  Bronze,  Natural  Bronze  Finish  21.00 


Size  of  cage,  9V2  x  6V2  x  4^4  inches. 

Wall  plate,  6I/4  x  4/(1  inches. 

Length  overall,  12  inches. 

Extension  from  wall  plate  to 
center  of  cage,  10  inches. 

Constructed  with  hinge  on  bottom  door,  which  can  be 
easily  opened  in  order  to  change  bulb. 

Mottle  Green  finish  same  price  as  Blacfi. 


Wall  Lantern  No.  303 

List  Price 


Each 

Cast  Iron,  Rubber  Black  Finish  ^22.50 

Cast  Bronze,  Natural  Bronze  Finish  69.00 


Size  of  cage,  13  x  8 1/2  x  6  ‘/2  inches. 
Wall  plate,  6^/4  inches. 

Length  overall,  26  inches. 

Extension  from  back  of  wall  plate  to 
center  of  cage,  9Y2  inches. 


Constructed  with  panel  door,  which  can  be  easily 
opened  in  order  to  change  bulb. 


Mottle  Green  finish  same  price  as  Blacfi. 


No.  304 


GLOBE  METAL  M  AMU  F  ACT  U  R  IHG  CO.,  PHILADELPHIA,  PA. 
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No.  305 


Wall  Lantern  No.  306 


List  Price 
Each 


Cast  Iron,  Rubber  Black  Finish  ^9.00 

Cast  Bronze,  Natural  Bronze  Finish  25.50 


Size  of  cage,  9  '/2  x  7  x  4  inches. 

Length  overall,  20 '/a  inches. 

Wall  plate,  4V2  inches. 

Extension  from  wall  plate  to  center  of 
cage,  9  V2  inches. 

Mottle  Green  finish  same  price  as  Blacfi. 


Wall  Lantern  No.  305 

List  Price 
Each 


Cast  Iron,  Rubber  Black  Finish  ^9.00 

Cast  Bronze,  Natural  Bronze  Finish  25.50 


Size  of  cage,  91/2x7  x  4  inches. 

Wall  plate,  4V2  X  6  inches. 

Length  overall,  15]A  inches. 

Extension  from  wall  plate  to 
center  of  cage,  10  inches. 

Mottle  Green  finish  same  price  as  Blacfi. 


No.  306 
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GLOBE  METAL  M  AHU  F  ACT  U  RIHC  CO.,  PHILADELPHIA,  PA. 


Wall  Lantern  No.  307 

List  Price 


Each 

Cast  Iron,  Rubber  Black  Finish  ^24.00 

Cast  Bronze,  Natural  Bronze  Finish .  57.75 


Size  of  cage,  13  x  8V2  x  6V2  inches. 

Wall  plate,  3V2  x  11  V2  inches. 

Length  overall,  28  inches. 

Extension  from  wall  plate  to  center  of 
cage,  7%  inches. 

Constructed  with  panel  door,  which  can  be  easily  opened  in 
order  to  change  bulb. 

Mottle  Green  finish  same  price  as  BIac]{. 


Wall  Lantern  No.  310 

List  Price 


Each 

Cast  Iron,  Rubber  Black  Finish  ^43.50 

Cast  Bronze,  Natural  Bronze  Finish  97.50 


Size  of  cage,  21  V2  x  1 1  V2  x  7  V2  inches. 

Wall  plate,  1  2  x  7  V2  inches. 

Length  overall,  331/2  inches. 

Extension  from  wall  plate  to  center  of 
cage,  12  inches. 

Constructed  with  panel  door,  which  can  be  easily  opened 
in  order  to  change  bulb. 

Mottle  Green  finish  same  price  as  Blacfi. 


No.  310 


GLOBE  METAL  M  AHV  F  ACT  U  R  IHG  CO..  PHILADELPHIA,  PA. 


Wall  Lantern  No.  312 


No.  312 


Size  of  cage,  28  x  I3V2  inches. 
Wall  plate,  12  x  71/2  inches. 

Length  overall,  38  inches. 

Extension  from  wall  plate  to  center 
of  cage,  17  inches. 

Constructed  with  hinges  on  door 
that  same  can  be  easily  opened 
in  order  to  change  bulb. 


so 


Cast  Iron,  Rubber  Black  Finish 
Cast  Bronze,  Natural  Bronze  Finish 


List  Price 
Each 

^75.00 

180.00 


Mottle  Green  finish  same  price  as  Blac\. 
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GLOBE  METAL  M  AHU  F  ACT  V  RIHG  CO..  PHILADELPHIA.  PA. 


Wall  Lantern  No.  313 


Size  of  cage,  20  x  12x7  inches. 

Wall  plate,  9x6  inches. 

Length  overall,  28  inches. 

Extension  from  wall  plate  to  center 
of  cage,  10  inches. 

Constructed  with  panel  door,  which 
can  be  easily  opened  in  order 
to  change  bulb. 


No.  313 


List  Price 


Each 

Cast  Iron,  Rubber  Black  Finish  ^27.00 

Cast  Bronze,  Natural  Bronze  Finish  60.00 


Mottle  Green  finish  same  price  as  Blacfi. 


GLOBE  METAL  M  AHU  F  ACT  U  R  IHG  CO.,  PHILADELPHIA,  PA. 
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Wall  Lantern  No.  314 


Size  of  cage,  22  x  IZVz  x  7V2  inches. 

Length  overall,  35  inches. 

Wall  plate,  5  V2  inches  square. 

Extension  from  wall  plate  to  center 
of  cage,  9Y4  inches. 

Made  in  Cast  Bronze  only. 


No.  314 


List  Price 
Each 

^70.50 


Cast  Bronze,  Natural  Bronze  Finish 


14 


GLOBE  METAL  M  A7s[  U  F  A  C  T  U  R  I  N  G  CO.,  P  H  I  L  A  D  E  L  P  H  I  A,  PA. 


Wall  Lanterns  Nos.  315  and  315-A 

(315-A  Same  Design  as  315,  but  Smaller  Type) 


No.  315 

Size  of  cage,  27  x  16  x  IOVa  inches. 

Wall  plate,  12  x  7  V2  inches. 

Length  overall,  38  inches. 

Extension  from  wall  plate  to  center 
of  cage,  I6V2  inches. 


No.  315-A 

Size  of  cage,  21  x  12  x  8  inches. 

Wall  plate,  IOV2  x  6  V4  inches. 

Length  overall,  28  inches. 

Extension  from  wall  plate  to  center 
of  cage,  10/2  inches. 


Constructed  with  panel  door,  which 
can  be  easily  opened  in  order 
to  change  bulb. 


List  Price 


Each 

No.  315.  Cast  Iron,  Rubber  Black  Finish . ^74.25 

No.  315.  Cast  Bronze,  Natural  Bronze  Finish . 180.00 

No.  315A.  Cast  Iron,  Rubber  Black  Finish  42.00 

No.  315A.  Cast  Bronze,  Natural  Bronze  Finish  105.00 


Mottle  Green  finish  same  price  as  Blacfi. 


GLOBE  METAL  M  A  U  F  A  C  T  U  R  I  N  G  CO.,  PHILADELPHIA,  PA. 


Wall  Lantern  No.  316 


List  Pri  ce 
Each 

Cast  Iron,  Rubber  Black  Finish  ^22.50 

Cast  Bronze,  Natural  Bronze  Finish  49.50 

Size  of  cage,  16x9x6  inches. 

Wall  plate,  5  Vz  inches  square. 

Length  overall,  23  Vz  inches. 

Extension  from  wall  plate  to  center  of 
cage,  9V4  inches. 


Constructed  with  panel  door,  which  can  be  easily  opened  in 
order  to  change  bulb. 

Mottle  Green  finish  same  price  as  Blacfi. 

No.  316 


Wall  Lantern  No.  317 


List  Price 
Each 

Cast  Iron,  Rubber  Black  Finish  ^22.50 

Cast  Bronze,  Natural  Bronze  Finish  49.50 

Size  of  cage,  16x9x6  inches. 

Wall  plate,  5  Vz  inches  square. 

Length  overall,  23  Vz  inches. 

Extension  from  wall  plate  to  center  of 
cage,  9V4  inches. 

Constructed  with  panel  door,  which  can  be  easily  opened  in 
order  to  change  bulb. 

Mottle  Green  finish  same  price  as  Blacfi. 


No.  317 
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GLOBE  METAL  M  AN  U  F  A  C  T  U  R  I  N  G  CO.,  PHILADELPHIA,  PA. 


Wall  Lantern  No.  320 

List  Price 
Each 


Cast  Iron,  Rubber  Black  Finish  ^9.00 

Cast  Bronze,  Natural  Bronze  Finish  25.50 


Size  of  cage,  9x7x4  inches. 
Wall  plate,  6x41/2  inches. 

Length  overall,  14  inches. 
Extension  from  wall  plate  to  center 
of  cage,  10  inches. 


Mottle  Green  finish  same  price  as  Blacfi. 


No.  320 


Wall  Lantern  No.  321 


List  Price 


Each 

Cast  Iron,  Rubber  Black  Finish  ^15.00 

Cast  Bronze,  Natural  Bronze  Finish .  33.00 


Size  of  cage,  12x9x6  inches. 

Wall  plate,  7  Vi  inches. 

Length  overall,  20  inches. 

Extension  from  wall  plate  to  center  of 
cage,  7  Vi  inches. 


Mottle  Green  finish  same  price  as  Blac}{. 


No.  321 


GLOBE  METAL  M  AHU  E  A  C  T  U  R  IHG  CO.,  PHILADELPHIA.  PA. 
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No.  325 


Wall  Lantern  No.  344 


List  Price 
Each 


Cast  Iron,  Rubber  Black  Finish  ^5.25 

Cast  Bronze,  Natural  Bronze  Finish  10.50 


Size  of  cage,  9x5  inches. 

Wall  plate,  41/2  inches  in  diameter. 
Extension  to  center  of  light,  6 1/2  inches. 
Height  overall,  IOV2  inches. 


Mottle  Green.  Swedish  Iron  or  English  Bronze  fiyiish  furnished 
at  same  price  as  BIac}{. 


Amber  cylinder  3x6  inches  furnished. 


Wall  Lantern  No.  325 

List  Price 


Each 

Cast  Iron,  Rubber  Black  Finish  ^16.50 

Cast  Bronze,  Natural  Bronze  Finish  37.50 


Size  of  cage,  12x9x6  inches. 

Wall  plate,  8x5  inches. 

Length  overall,  161/2  inches. 

Extension  from  wall  plate  to  center 
of  cage,  12  inches. 

Mottle  Green  finish  same  price  as  BlacJ{. 


No.  344 
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GLOBE  METAL  M  AN  U  F  A  C  T  U  R  I  H  G  CO..  PHILADELPHIA,  PA. 


Wall  Lantern  No.  330 

List  Price 
Each 

Cast  Bronze,  Natural  Bronze  Finish  ^22.50 

Size  of  cage,  13  x  7  x  4  inches. 

Wall  plate,  5  inches. 

Length  overall,  17  inches. 

Extension  from  wall  plate  to  center 
of  cage,  6  inches. 

Made  in  Cast  Bronze  only. 


Wall  Lantern  No.  331 

List  Price 
Each 

Cast  Bronze,  Natural  Bronze  Finish  ^7.50 

Size  of  cage,  7  V2  x  416  x  3  inches. 

Wall  plate,  5x4  inches. 

Length  overall,  10  inches. 

Extension  from  wall  plate  to  center 
of  cage,  6  inches. 

Made  in  Cast  Bronze  only. 


No.  331 


Wall  Lantern  No.  329 

List  Price 
Each 

Cast  Bronze,  Natural  Bronze  Finish  ^12.00 

Size  of  cylinder,  4x8  inches. 

Length  overall,  1 1  inches. 

Extension  from  wall  plate  to  center 
of  cage,  6V2  inches. 

Wall  plate,  4?'4  inches  diameter. 

Made  in  Cast  Bronze  only. 


No.  329 


GLOBE  METAL  M  AHU  E  ACT  V  R  IHG  CO.,  PHILADELPHIA.  PA. 
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Wall  Lantern  No.  332 


List  Price 
Each 


List  Price 
Each 


Cast  Bronze,  Natural  Bronze  Finish  ^7.50 


Wall  Lantern  No.  341 

List  Price 
Each 


Cast  Iron  ^5.40 

Cast  Bronze,  Natural  Bronze  Finish .  12.00 


Extension  from  wall  plate  to  center 
of  cage,  5  inches. 

Size  of  cage,  7  V4  x  4  inches. 

Wall  plate,  9x5  inches. 

Length  overall,  9  Vz  inches. 

Cast  Iron  is  finished  in  Swedish  Iron  or  English  Bronze. 


Cast  Iron,  Rubber  Black  Finish .  ^7.50 

Cast  Bronze,  Natural  Bronze  Finish  13.50 


Size  of  cage,  81/2x7x6  inches. 

Wall  plate,  5  inches. 

Length  overall,  1 1  inches. 

Extension  from  wall  plate  to  center 
of  cage,  614  inches. 

Amber  cylinder,  4x6  inches. 

Mottle  Green  finish  same  price  as  Blacfi. 


Size  of  cage,  1  Vz  x  4  Vz  x  3  inches. 
Wall  plate,  4  inches  square. 

Length  overall,  13  inches. 

Extension  from  wall  plate  to  center 
of  cage,  6  inches. 

Made  in  Cast  Bronze  only. 


No.  334 


Wall  Lantern  No.  334 


No.  332 


No.  341 


White  Frosted  cylinder  furnished. 
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GLOBE  METAL  M  AN  U  F  A  C  T  U  R  I  N  C  CO.,  P  H  I  LAD  ELP  H  I  A.  PA. 


No.  342 


Wall  Lantern  No.  343 

List  Price 
Each 


Cast  Iron  ^4.50 

Cast  Bronze,  Natural  Bronze  Finish  10.50 


Extension  from  wall  plate  to  center 
of  cage,  5  inches. 

Size  of  cage,  6V2  x  41/4  inches. 

Wall  plate,  9x5  inches. 

Length  overall,  914  inches. 

Cast  Iron  is  finished  in  Swedish  Iron  or  English  Bronze. 

No  Class  necessary)  for  this  Cage. 


Wall  Lantern  No.  342 

List  Price 
Each 


Cast  Iron  .  ^5.40 

Cast  Bronze,  Natural  Bronze  Finish  12.00 


Extension  from  wall  plate  to  center 
of  cage,  4/4  inches. 

Size  of  cage,  7 14  x  4  inches. 

Wall  plate,  614  x  814  inches. 

Length  overall,  1014  inches. 

Cast  Iron  is  finished  in  Swedish  Iron  or  English  Bronze. 

White  Frosted  cylinder  furnished. 


No.  343 


GLOBE  METAL  M  AHU  F  ACT  U  R  IHG  CO.,  PHILADELPHIA,  PA.  21 


Wall  Lantern  No.  345 


List  Price 
Each 


Cast  Iron,  Rubber  Black  Finish  ^13.50 

Cast  Bronze,  Natural  Bronze  Finish  36.00 


Size  of  cage,  1  H/2  x  5  inches. 

Wall  plate,  6V4  inches. 

Length  overall,  15  inches. 

Extension  from  wall  plate  to  center 
of  cage,  9  Vz  inches. 

Mottle  Green  finish  same  price  as  Blacl{. 


Wall  Lantern  No.  400 


Size  of  cage,  8  x  4V2  inches. 

Wall  plate,  5  inches  in  diameter. 

Extension  to  center  of  cage,  5  inches. 
Length  overall,  9  Vz  inches. 

White  Frosted  cylinder  furnished. 

Finished  in  Swedish  Iron  or  English  Bronze. 


List  Price 
Each 

0.75 

Size  of  cage,  4x8  inches. 

Wall  plate,  5  1/4  X  3  V4  inches. 

Extension  to  center  of  cage,  AVa  inches. 

Length  overall,  10  inches. 

No  Glass. 

Finished  in  Swednh  Iron  or  English  Bronze 


Cast  Iron  Only 


Wall  Lantern  No.  346 

List  Price 
Each 

Cast  Iron  .  0.50 


No.  400 
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GLOBE  METAL  M  AH  U  F  A  C  T  U  R  I N  G  CO.,  PHILADELPHIA,  PA 


Wall  Lantern  No.  405 


List  Price 
Each 


Cast  Iron,  Rubber  Black  Finish  ^9.00 

Cast  Bronze,  Natural  Bronze  Finish  19.50 


Size  of  cage,  5  V4  x  9  inches. 

Wall  plate,  6  inches. 

Length  overall,  16  inches. 

Extension  from  wall  plate  to  center 
of  cage,  7  inches. 


Mottle  Green  finish  same  price  as  Blacfi. 


No.  405 


Wall  Lantern  No.  406 

List  Price 
Each 

Cast  Iron,  Rubber  Black  Finish  ^7.50 

Cast  Bronze,  Natural  Bronze  Finish  15.00 


Size  of  cage, 

7  '/2  X  6  Vz  X  4  V4  inches. 
Wall  plate,  6  x  41/2  inches. 
Length  overall,  1 1  V2  inches. 
Extension  from  wall  plate  to 
center  of  cage,  10  inches. 


Mottle  Green  finish  same  price  as  Blacfi. 


No.  406 


GLOBE  METAL  M  AHU  F  A  C  T  U  R  IHG  CO.,  PHILADELPHIA,  PA. 
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Wall  Lantern  No.  409 


List  Price 


Each 

Cast  Iron,  Rubber  Black  Finish  ^21.00 

Cast  Bronze,  Natural  Bronze  Finish  49.50 


Size  of  cage,  16x9x6  inches. 

Wall  plate,  5  V2  x  9  inches. 

Length  overall,  23  inches. 

Extension  from  wall  plate  to  center 
of  cage,  8  A  inches. 

Constructed  with  panel  door,  which  can  be  easily  opened 
in  order  to  change  bulb. 

Mottle  Green  finish  same  price  as  Blacfi. 


No.  409 


Wall  Lantern  No.  410 

List  Price 
Each 


Cast  Iron,  Rubber  Black  Finish  ^7.95 

Cast  Bronze,  Natural  Bronze  Finish  16.50 


Size  of  cage,  8V2  x  6V2  x  4  V2  inches. 
Wall  plate,  6  x  4  Vz  inches. 

Length  overall,  1  3  V2  inches. 

Extension  from  wall  plate  to  center 
of  cage,  10  inches. 


Mottle  Green  finish  same  price  as  Blacfi. 


No.  410 


GLOBE  METAL  MANUFACTURING  CO.,  PHILADELPHIA,  PA. 


No.  445 


Flush  Wall  Lantern  No.  445 

List  Price 
Each 

Cast  Iron,  Ivory  Finish  ^5.25 

Width,  7  V2  inches. 

Height,  4y8  inches. 

Depth,  3  V4  inches. 

Fits  in  wall  flush. 

Necessary  cutout,  7I/4  x  4/^2  inches. 

Made  to  take  two-piece  sign  receptacle. 


Wall  Lantern  No.  450 


Li-st  Price 
Each 


Cast  Iron,  Rubber  Black  Finish . m  ^6.00 

Cast  Bronze,  Natural  Bronze  Finish  15.00 


Width,  7  inches. 

Extension  from  wall,  4^4  inches. 
Length  overall,  12y4  inches. 


Constructed  with  hinge  on  door,  so  same  can  be  easily  opened 
in  order  to  change  bulb. 


Mottle  Green  finish  same  price  as  Blac\. 


No.  450 


GLOBE  METAL  MA7^UFACTURI?{G  CO.,  PHILADELPHIA  PA 


2‘) 


I 


No,  451 


House  Number 


List  Price 
Each 

^3.75 

9.00 

Size,  9  Vs  X  4*/2  inches. 

Extension  from  wall,  3  inches. 

Cleat  receptacle  furnished. 


Lantern  No.  451 

Cast  Iron,  Rubber  Black  Finish 
Cast  Bronze,  Natural  Bronze  Finish 


50c  additional  will  be  charged  when  numbers  are  painted. 

Mottle  Green  finish  same  price  as  Blacfi. 

Exit  Lantern 
No.  45114 

List  Price 
Each 

Cast  Iron,  Rubber  Black  Finish  ^3.75 

Cast  Bronze,  Natural  Bronze  Finish  9.00 

Size,  9  Vs  X  4  Vz  inches. 

Extension  from  wall,  3  inches. 

Cleat  receptacle  furnished.  451  y 

50c  additional  will  be  charged  when  "Exit”  is  painted. 

Mottle  Green  finish  same  price  as  Blacfi. 


No.  452 


Ceiling  Lantern  No.  452 


List  Price 
Each 

Cast  Iron,  Rubber  Black  Finish  ^6.00 

Cast  Bronze,  Natural  Bronze  Finish  15.00 


Size,  8  X  5  X  4  '/z  inches. 


Constructed  with  hinge  on  door  so  same  can  be  easily 
opened  in  order  to  change  bulb. 


Mottle  Green  finish  same  price  as  Blacfi. 


26 
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No.  454 


Wall  Lantern  No.  454 


List  Price 
Each 

Cast  Iron,  Rubber  Black  Finish  ^5.25 

Cast  Bronze,  Natural  Bronze  Finish  16.50 


Width  of  top,  10  inches. 

Width  of  bottom,  8  inches. 

Length  overall,  15  inches. 

Mottle  Green  finish  same  price  as  Blac\. 


Ceiling  Lantern  No.  455 

List  Price 


Each 

Cast  Iron,  Rubber  Black  Finish  ^6.00 

Cast  Bronze,  Natural  Bronze  Finish  12.00 


Ceiling  canopy,  6V4  inches. 
Length  overall,  13  inches. 
Cylinder,  4x6  inches. 


Mottle  Green  finish  same  price  as  Blacfi. 


C.  R.  I.  or  Amber  cylinder  furnished. 

C.  R.  1.  furnished  unless  otherwise  specified. 


No.  455 


GLOBE  METAL  M  AHO  F  ACT  U  R  IHG  CO..  PHILADELPHIA.  PA. 
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Ceiling  Lantern  No.  457 

List  Price 


Each 

Cast  Iron,  Rubber  Black  Finish . ^12.00 

Cast  Bronze,  Natural  Bronze  Finish .  30.00 


Size  of  cage,  1 1  Vz  x  5  inches. 

Ceiling  canopy,  8  inches. 

Length  overall,  23  inches. 

Mottle  Green  finish  same  price  as  BlacJ{. 


No.  456 


Ceiling  Lantern  No.  456 

List  Price 


Each 

Cast  Iron,  Rubber  Black  Finish  ^19.50 

Cast  Bronze,  Natural  Bronze  Finish  37.50 


Size  of  cage,  13  x  8V2  x  6'/2  Inches. 

Ceiling  canopy,  8  inches. 

Length  overall,  24  inches. 

Constructed  with  panel  door,  which  can  be  easily 
opened  in  order  to  change  bulb. 

Mottle  Green  finish  same  price  as  Blacfi. 


No.  457 
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Ceiling  Lantern  No*  465 

List  Price 


Each 

Cast  Iron,  Rubber  Black  Finish  ^25.50 

Cast  Bronze,  Natural  Bronze  Finish  54.00 


Size  of  cage,  16  x  1 1  V2  x  7  V2  inches. 

Ceiling  canopy,  7  inches. 

Length  overall,  27  inches. 

Cpnstructed  with  panel  door,  which  can  be  easily  opened 
in  order  to  change  bulb. 

Mottle  Green  finish  same  price  as  BlacJ{. 


No.  464 


Ceiling  Lantern  No.  464 


List  Price 
Each 

Cast  Iron,  Rubber  Black  Finish  ^12.00 

Cast  Bronze,  Natural  Bronze  Finish  30.00 


Size  of  cage,  101/2x9x6  inches. 

Ceiling  canopy,  5  V2  inches. 

Length  overall,  23  inches. 

Mottle  Green  finish  same  price  as  Blac\. 


GLOBE  METAL  M  AN  U  F  A  C  T  U  R  I N  C  CO..  PHILADELPHIA,  PA. 
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Ceiling  Lantern  No.  467 

(467-A  Same  Design  Lantern  as  467,  but  of  Smaller  Type) 


No.  467 

Size  of  cage,  27  x  16  x  10%  inches. 
Ceiling  canopy,  7V2  inches. 

Length  overall,  40  inches. 


Constructed  with  panel  door,  which 
can  be  easily  opened  in  order  to 
change  bulb. 


No.  467 


No.  467-A 

Size  of  cage,  20  x  12  x  8  inches. 
Ceiling  canopy,  7  Vi  inches. 
Length  overall,  28  inches. 


Each 
List  Price 


No.  467.  Cast  Iron,  Rubber  Black  Finish .  ^46.50 

No.  467.  Cast  Bronze,  Natural  Bronze  Finish  111.00 

No.  467A.  Cast  Iron,  Rubber  Black  Finish .  34.50 

No.  467A.  Cast  Bronze,  Natural  Bronze  Finish  90.00 


Mottle  Green  finish  same  price  as  Blacfi. 
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Ceiling  Lantern  No*  468 


Size  of  cage,  16  x  8  inches. 
Ceiling  canopy,  6  inches. 
Length  overall,  28  inches. 


No.  468 


Constructed  with  panel  door,  which 
can  be  easily  opened  in  order  to 
change  bulb. 


L*st  Price 


Each 

Cast  Iron,  Rubber  Black  Finish  ^30.00 

Cast  Bronze,  Natural  Bronze  Finish  67.50 


Mottle  Green  finish  same  price  as  Blacl{. 


GLOBE  METAL  M  AKO  F  ACT  U  R  IHG  CO..  PHILADELPHIA, 


Ceiling  Lantern  No.  469 


Size  of  cage,  22  x  llVz  x  7  V2  inches. 
Ceiling  canopy,  6%  inches. 

Length  overall,  30  inches. 


No.  469 


Cast  Iron,  Rubber  Black  Finish  . 
Cast  Bronze,  Natural  Bronze  Finish 


List  Price 
Each 


^36.00 

52.50 


PA.  31 


Mottle  Green  finish  same  price  as  Blacl{. 


32 
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No.  475 


Wall  Bracket  No.  475 


CAST  IRON,  Rubber  Black  Finish 


List  Price 
Each 

No.  475A.  4-inch  Holder  ^9.00 

No.  475B.  5-inch  Holder  9.36 

No.  475C.  6-inch  Holder  9.75 


Extension  from  wall  plate  to  center 
of  holder,  30  inches. 

Wall  plate,  5  14  inches  in  diameter. 

Upper  wall  plate,  3^4  inches  in  diameter. 
Diameter  of  pipe,  %  inches. 


Mottle  Green  finish  same  price  as  Blacfi. 


Wall  Bracket  No.  476 


Extension  from  wall  plate 
to  center  of  globe, 

33  inches. 


CAST  IRON,  Rubber  Black  Finish 

List  Price 


Each 

No.  476A.  4-inch  Holder  .  ^9.00 

No.  476B.  5-inch  Holder  .  9.36 

No.  476C.  6-inch  Holder  .  9.75 

No.  476D.  7-inch  Holder  10.20 

No.  476E.  8-inch  Holder  .  10.90 

CAST  BRONZE,  Natural  Bronze  Finish 

No.  476A.  4-inch  Holder  . ^24.00 

No.  476B.  5-inch  Holder  .  24.93 

No.  476C.  6-inch  Holder .  25.80 

No.  476D.  7-inch  Holder  .  27.00 

No.  476E.  8-inch  Holder  .  28.50 


Size  of  wall  plate, 
5  1/2  inches. 


No.  476 


Diameter  of  pipe, 
1  Vz  inches. 


Mottle  Green  finish  same  price  as  Blacfi. 


GLOBE  METAL  M  AHV  E  ACT  V  R  IHG  CO..  PHILADELPHIA.  PA. 


Wall  Bracket  No.  477 

CAST  IRON,  Rubber  Black  Finish 


List  Price 


Each 

No.  477  3  {4 -inch  Holder,  6-inch  Ball  ^11.19 

No.  477B.  4-inch  Holder,  8-inch  Ball  12.39 

No.  477C.  5-inch  Holder,  10-inch  Ball  16.11 

No.  477D.  6-inch  Holder,  12-inch  Ball  17.34 


Prices  for  Cast  Bronze  sent  upon  request. 

Extension  from  wall  plate  to  center 
of  globe,  7  inches. 

Wall  plate,  41^2  x  9  inches. 

Length  overall,  19  inches. 

Mottle  Green  finish  same  price  as  BlacJ{. 


Wall  Bracket  No.  479 


List  Price 


Each 

Cast  Iron, 

Rubber  Black  Finish  ^16.50 

Cast  Bronze, 

Natural  Bronze  Finish  51.00 


Extension  from  wall  plate  to  center  of  globe, 
1  5  inches. 

Spread  between  arms  from  center  to  center 
of  holders,  13  inches. 

Length  overall,  13  inches. 

3 '/4-inch  holder  on  front  and  side  arms. 
5-inch  holder  on  top  of  bracket. 


Mottle  Green  finish  same  price  as  Blacfi. 
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Wall  Bracket  No.  480 


Wall  Bracket  No.  481 


CAST  IRON,  Rubber  Black  Finish 

List  Price 


Each 

No.  480A.  4-inch  Holder  ^32.67 

No.  480B.  5-inch  Holder  32.94 

No.  480C.  6-inch  Holder  33.33 


CAST  BRONZE,  Natural  Bronze  Finish 


No.  480A.  4-inch  Holder  ^73.26 

No.  480B.  5-inch  Holder  73.89 

No.  480C.  6-inch  Holder  74.52 


Extension  from  wall  plate  to  center 
of  globe,  12  inches. 

Length  overall,  14  inches. 

Size  of  wall  plate,  12  x  7V2  inches. 


Mottle  Green  finish  same  price  as  Blacfi. 


No.  481B.  5-inch  Holder,  Cast  Iron,  Rubber  Black  Finish. 

No.  481C.  6-inch  Holder,  Cast  Iron,  Rubber  Black  Finish 

No.  481D.  7-inch  Holder,  Cast  Iron,  Rubber  Black  Finish 

No.  481E.  8-inch  Holder,  Cast  Iron,  Rubber  Black  Finish 

No.  481B.  5-inch  Holder,  Cast  Bronze,  Natural  Bronze  Finish 

No.  48lC.  6-inch  Holder,  Cast  Bronze,  Natural  Bronze  Finish 

No.  481D.  7-inch  Holder,  Cast  Bronze,  Natural  Bronze  Finish 

No.  481E.  8-inch  Holder,  Cast  Bronze,  Natural  Bronze  Finish 


62.88 

63.51 

64.11 

64.71 


Extension  from  wall  plate  to 
center  of  globe,  I6V2  inches. 
Wall  plate,  12  x  7  Yz  inches. 
Length  overall,  12  inches. 


No.  481 


List  Price 
Each 

^26.01 

26.55 

27.03 

27.72 


Mottle  Green  finish  same  price  as  Blacfi. 


GLOBE  METAL  M  AHU  F  ACT  U  R  IHG  CO..  PHILADELPHIA,  PA. 


3^) 


Wall  Bracket  No.  482 


Extension  from  wall  plate  to  center 
of  globe,  14  inches. 

Size  of  wall  plate,  7x11  inches. 

Length  overall,  12  inches. 


No.  482 


List  Price 


Each 

No.  482C.  6-inch  Holder,  Cast  Iron,  Rubber  Black  Finish  ^9.00 

No.  482D.  7-inch  Holder,  Cast  Iron,  Rubber  Black  Finish  9.51 

No.  482E.  8-inch  Holder,  Cast  Iron,  Rubber  Black  Finish  9.99 

No.  482C.  6-inch  Holder,  Cast  Bronze,  Natural  Bronze  Finish  ^36.00 

No.  482D.  7-inch  Holder,  Cast  Bronze,  Natural  Bronze  Finish  37.26 

No.  482E.  8-inch  Holder,  Cast  Bronze,  Natural  Bronze  Finish .  38.49 


Mottle  Green  finish  same  price  as  Blac\. 


Wall  Bracket  No.  485 

CAST  IRON,  Rubber  Black  Finish 


No.  485.  3^4 -inch  Holder  .  ^7.50 

No.  485A.  4-inch  Holder  .  7.71 

No.  485B.  5-inch  Holder  .  7.95 

No.  485C.  6-inch  Holder  .  8.37 


Extension  from  wall  plate  to  center 
of  globe,  13  inches. 

Size  of  wall  plate,  7  inches. 

Height  overall,  1 1  V2  inches. 


Mottle  Green  finish  same  price  as  Blacfi. 
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1 

Wall  Bracket  No.  490 


CAST  IRON,  Rubber  Black  Finish 


List  Price 
Each 

No.  490.  354 -inch  Holder  ^5.22 

No.  490A.  4-inch  Holder  .  5.43 

No.  490B.  5-inch  Holder  5.67 

No.  490C.  6-inch  Holder  6.09 

CAST  BRONZE,  Natural  Bronze  Finish 

No.  490.  354 -inch  Holder  . ^23.28 

No.  490A.  4-inch  Holder  .  23.91  ' 

No.  490B.  5-inch  Holder  .  24.51 

No.  490C.  6-inch  Holder .  25.14 


Extension  from  wall  plate  to 
center  of  globe,  7  Vz  inches. 

Wall  plate,  5  Vz  X  11  inches. 

Length  overall,  13  inches. 

Mottle  Green  finish  same  price  as  Blac}{. 


Wall  Bracket  No.  491 


CAST  IRON,  Rubber  Black  Finish 


List  Price 
Each 

No.  491.  354 -inch  Holder .  ^5.07 

No.  491A.  4-inch  Holder  5.25 

CAST  BRONZE,  Natural  Bronze  Finish 

No.  491.  3  54  -inch  Holder  . ^17.82 

No.  491A.  4-inch  Holder  18.45 


Extension  from  wall  plate  to 
center  of  globe,  7  inches. 
Wall  plate,  4V^  x  9  inches. 
Length  overall,  914  inches. 


Mottle  Green  finish  same  price  as  Blacfi. 


No.  491 


GLOBE  METAL  M  AHO  F  ACT  U  R  IHG  CO..  PHILADELPHIA,  PA. 
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No.  492 

Wall  Bracket 
No.  493 


CAST  IRON,  Rubber  Black  Finish 

No.  493.  3/4 -inch  Holder . 

No.  493A.  4-inch  Holder . 

No.  493B.  5-inch  Holder . 

No.  493C.  6-inch  Holder 

No.  493D.  7-inch  Holder . 


List  Price 
Each 


Wall  Bracket  No.  492 

CAST  IRON,  Rubber  Black  Finish 

List  Price 


Each 

No.  492.  3/4 -inch  Holder .  ^5.85 

No.  492A.  4-inch  Holder .  5.94 

No.  492B.  5-inch  Holder  6.18 

No.  492C.  6-inch  Holder  6.57 

No.  492D.  7-inch  Holder  6.93 

CAST  BRONZE,  Natural  Bronze  Finish 

No.  492.  314 -inch  Holder  ^21.30 

No.  492A.  4-inch  Holder  21.90 

No.  492B.  5-inch  Holder .  22.53 

No.  492C.  6-inch  Holder  23.16 

No.  492D.  7-inch  Holder  23.76 


Extension  from  wall  plate  to  center 
of  globe,  7  inches. 

Wall  plate,  4V2  X  9  inches. 

Length  overall,  15  inches. 


CAST  BRONZE,  Natural  Bronze  Finish 


No.  493.  3 14 -inch  Holder . ^15.72 

No.  493A.  4-inch  Holder .  16.35 

No.  493B.  5-inch  Holder  16.98 

No.  493C.  6-inch  Holder .  17.58 

No.  493D.  7-inch  Holder .  18.33 

'1 


Extension  from  wall  plate  to  center 
of  globe,  9  V2  inches. 

Wall  plate,  6V4  inches. 

Length  overall,  8V2  inches. 


Wall  Bracket  No.  494 


CAST  IRON,  Rubber  Black  Finish  Price 

Each 

No.  494.  3l4-inch  Holder .  ^2.79 

No.  494A.  4-inch  Holder .  2.97 

CAST  BRONZE,  Natural  Bronze  Finish 

No.  494.  3l4-inch  Holder .  ^8.91 

No.  494A.  4-inch  Holder  9.54 


Extension  from  wall  plate  to  center 
of  globe,  7  inches. 

Wall  plate,  4V2  inches. 

Length  overall,  IOI/2  inches. 


No.  494 


Mottle  Green  finish  same  price  as  Blacfi. 
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Wall  Bracket  No.  495 


L'St  Price 


No.  495. 

3*74 -inch  Holder,  Cast  Iron, 
Rubber  Black  Finish 

Each 

^4.38 

No.  495  A. 

4-inch  Holder,  Cast  Iron, 

Rubber  Black  Finish 

4.56 

No.  495. 

3/4 -inch  Holder,  Cast  Bronze, 
Natural  Bronze  Finish 

12.87 

No.  495 A. 

4-inch  Holder,  Cast  Bronze, 
Natural  Bronze  Finish 

13.50 

Extension  from  wall  plate  to  center 
of  globe,  8  inches. 

Wall  plate,  5  inches. 

•  Length  overall,  15  inches. 

Mottle  Green  finish  same  price  as  BlacJ{. 


Wall  Bracket  No.  496 


List  Price 
Each 


No.  496.  3^ -inch  Holder,  Cast  Iron, 

Rubber  Black  Finish  ^1.35 

No.  496.  3i4-inch  Holder,  Cast  Bronze, 

Natural  Bronze  Finish  6.00 


Made  to  fit  two-piece  sign  receptacle. 


Extension  from  wall  to  center  of 
globe,  4  inches. 

Length  overall,  8  inches. 

Width,  5  inches. 


No.  496 


Mottle  Green  finish  same  price  as  Blac}{. 


GLOBE  METAL  M  AHU  F  ACT  U  R  IHG  CO.,  PHILADELPHIA.  PA. 
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Wall  Bracket  No.  500 


CAST  IRON,  Rubber  Black  Finish  Price 

Each 

No.  500.  3  -inch  Holder . 

No.  500A.  4-inch  Holder  1 

CAST  BRONZE,  Natural  Bronze  Finish 
No.  500.  3 '/4 -inch  Holder  ^7.50 

No.  500A.  4-inch  Holder  8.13 

Extension  from  wall  plate  to  center 
of  globe,  4/^  inches. 

Wall  plate,  4V4  x  8 ‘/2  inches. 


Mottle  Green  finish  same  price  as  Blacfi. 


Wall  Bracket  No.  501 

CAST  IRON,  Rubber  Black  Finish 

No.  501.  3i4-inch  Holder . 

No.  501A.  4-inch  Holder . 

CAST  BRONZE,  Natural  Bronze  Finish 

No.  501.  3  54 -inch  Holder . 

No.  501A.  4-inch  Holder . 

Extension  from  wall  plate  to  center 
of  globe,  7  inches. 

Wall  plate,  5  inches. 

Length  overall,  6V2  inches. 

Mottle  Green  finish  same  price  as  Blacfi. 


List  Price 
Each 

^3.09 

3.27 

^7.80 

8.43 


No.  501 


No.  502 


Wall  Bracket  No.  502 


CAST  IRON,  Rubber  Black  Finish  Price 

Each 

No.  502.  3  54 -inch  Holder . II^H  ^1* 

No.  502A.  4-inch  Holder  1.89 

CAST  BRONZE,  Natural  Bronze  Finish 
No.  502.  354 -inch  Holder  ^9.00 

No.  502A.  4-inch  Holder .  10.05 


Extension  from  wall  plate  to  center 
of  globe,  5%  inches. 

Wall  plate,  4V2  inches. 

Length  overall,  6  inches. 


Mottle  Green  finish  same  price  as  Blac\. 
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Wall  Bracket  No.  503 


No.  504 


Wall  Bracket  No.  504 


CAST  IRON,  Rubber  Black  Finish 

List  Price 
Each 


No.  504.  3 ‘/4 -inch  Holder  ^3.39 

CAST  BRONZE,  Natural  Bronze  Finish 

No.  504.  4-inch  Holder  10.41 


Extension  from  wall  plate  to  center 
of  globe,  7  inches. 

Wall  plate,  5  inches. 

Length  overall,  8  inches. 


CAST  IRON,  Rubber  Black  Finish 

List  Price 


Each 

No.  503.  354 -inch  Holder .  ^2.88 

No.  503A.  4-inch  Holder  3.09 

CAST  BRONZE,  Natural  Bronze  Finish 

No.  503.  3 ’/i -inch  Holder .  ^7.74 

No.  503A.  4-inch  Holder  8.34 


Extension  from  wall  plate  to  center 
of  globe,  8  inches. 

Wall  plate,  4V2  x  6  inches. 

Length  overall,  7  inches. 


Wall  Bracket  No.  505 


No.  505 


Mottle  Green  finish  same  price  as  Blacfi. 


CAST  IRON,  Rubber  Black  Finish 

List  Price 


Each 

No.  505.  314 -inch  Holder  ^1.65 

CAST  BRONZE,  Natural  Bronze  Finish 

No.  505.  3 14 -inch  Holder  ^6.00 


Extension  from  wall  plate  to  center 
of  globe,  6V2  inches. 

Wall  plate,  5  inches. 

Length  overall,  6  inches. 


GLOBE  METAL  M  AJiU  F  ACT  U  RIHG  CO.,  P  H  I  L  A  D  E  L  P  H  I  A,  PA. 


41 


Newel  Post  No.  508 


Size  of  cage,  714  x  16  inches. 
Base,  714  inches. 

Height  overall,  29  inches. 


Constructed  with  panel  door,  which 
can  be  easily  opened  in  order 
to  change  bulb. 


No.  508 


List  Price 


Each 

Cast  Iron,  Rubber  Black  Finish .  ^40.50 

Cast  Bronze,  Natural  Bronze  Finish .  84.00 


Mottle  Green  finish  same  price  as  Blacfi. 
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GLOBE  METAL  M  AHU  F  ACT  U  RIHG  CO.,  PHILADELPHIA,  PA. 


No.  509 


Newel  Post  No.  509 

No.  509.  Cast  Iron,  Rubber  Black  Finish 
No.  509.  Cast  Bronze,  Natural  Bronze  Finish 

Size  of  cage,  1 2  V2  x  9  x  6  inches. 

Base,  7  A  inches. 

Height  overall,  1  5 '/2  inches. 

Mottle  Green  finish  same  price  as  Blacfi. 


Newel  Post  No*  510 


List  Price 
Each 

No.  510.  Cast  Iron,  Rubber  Black  Finish  ^13.50 

No.  510.  Cast  Bronze,  Natural  Bronze  Finish  34.50 


Size  of  cage,  16  x  7 '/4  inches. 
Base,  7^4  inches. 

Height  overall,  24  inches. 


No.  510 


List  Price 
Each 

^13.50 

33.00 


Mottle  Green  finish  same  price  as  Blacfi. 


GLOBE  METAL  M  AHO  F  ACT  U  R  IHG  CO..  PHILADELPHIA.  PA. 
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Newel  Post  No*  511 

List  Price 
Each 

No.  511.  Cast  Iron,  Rubber  Black  Finish  ^19.50 

No.  511.  Cast  Bronze,  Natural  Bronze  Finish  37.50 

Size  of  cage,  13  x  8V2  x  6  3^2  inches. 

Base,  6  34  inches. 

Height  overall,  19  inches. 

Constructed  with  panel  door,  which  can  be  easily  opened 
in  order  to  change  bulb. 

Mottle  Green  finish  same  price  as  Blacfi. 


No.  511 


Newel  Post  No.  513 

List  Price 
Each 

No.  513.  Cast  Iron,  Rubber  Black  Finish  ^7.50 

No.  513.  Cast  Bronze,  Natural  Bronze  Finish  .  19.50 

Size  of  cage,  5  x  9  inches. 

Base,  6  inches. 

Height  overall,  14  inches. 

Cylinder,  4x6  inches. 

C.  R.  I.  or  Amber  cylinder  furnished. 

C.  R.  I.  Cylinder  furnished  unless  otherwise  specified. 


Newel  Post  No.  512 

List  Price 
Each 

No.  512.  Cast  Iron,  Rubber  Black  Finish  .  ^9.00 

No.  512.  Cast  Bronze,  Natural  Bronze  Finish  22.50 

Size  of  cage,  9  V2  x  7  x  4  inches. 

Base,  6  inches. 

Height  overall,  12  inches. 

Mottle  Green  finish  same  price  as  Blacfi. 


No.  512 


No.  513 


Mottle  Green  finish  same  price  as  Blacfi. 
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GLOBE  METAL  M  A  U  F  A  C  T  U  R  I  N  G  CO.,  PHILADELPHIA.  PA. 


No.  514 


Newel  Post  No.  514 


CAST  IRON,  Rubber  Black  Finish 

List  Price 
Each 

No.  514.  3'/4-incIi  Holder,  6-incIi  Ball  lllil 

No.  514A.  3!4-inch  Holder,  7-inch  Ball  6.75 

No.  514B.  4-inch  Holder,  8-inch  Ball  . 7.50 

CAST  BRONZE,  Natural  Bronze  Finish 

No.  514.  3^ -inch  Holder,  6-inch  Ball  . ^24.75 

No.  514A.  3^4 -inch  Holder,  7-inch  Ball  26.01 

No.  514B.  4-inch  Holder,  8-inch  Ball  27.24 


Diameter  of  base,  6  inches. 
Height  overall,  IOV2  inches. 


Mottle  Green  finish  same  price  as  Blacfi. 


Newel  Post  No.  515 


CAST  IRON,  Rubber  Black  Finish 

List  Price 
Each 

No.  515B.  5-inch  Holder,  10-inch  Ball 
No.  515C.  6-inch  Holder,  12-inch  Ball 

CAST  BRONZE,  Natural  Bronze  Finish 


No.  515B.  5-inch  Holder,  10-inch  Ball  ^49.50 

No.  515C.  6-inch  Plolder,  12-inch  Ball  51.99 


Diameter  of  base,  8  inches. 
Height  overall,  16  inches. 


Mottle  Green  finish  same  price  as  Blacfi. 


^10.50 

16.50 


No.  515 


I 


GLOBE  METAL  MAHVFACTURlTiC  CO.,  P  H  I  L  A  D  E  L  P  H  I  A,  PA. 


Newel  Post  No.  565 

List  Price 
Each 

No.  565.  Cast  Iron,  Rubber  Black  Finish  ^36.00 

No.  565.  Cast  Bronze,  Natural  Bronze  Finish  .  52.50 

Size  of  cage,  16  x  IZVz  x  7 '/2  inches. 

Base,  9  inches. 

Height  overall,  30  inches. 


No.  560 


Newel  Post  No.  560 

List  Price 
Each 

No.  560.  Cast  Bronze,  Natural  Bronze  Finish  ^19.50 

Size  of  cage,  13x7x4  inches. 

Height  overall,  1  6 ’/2  inches. 

Base,  5  Vi  inches. 

Made  in  Cast  Bronze  only. 


No.  565 
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Mottle  Green  finish  same  price  as  Blacfi. 
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GLOBE  METAL  M  A?s[  U  E  A  C  T  U  R  I  N  C  CO.,  PHILADELPHIA,  PA. 


Newel  Post  Nos.  566  and  566- A 

(566-A,  Same  Design  as  566,  but  of  Smaller  Type) 


No.  566 

Size  of  cage,  27  x  16  x  10%  inches. 

Base,  I4V2  inches. 

Height  overall,  36  inches. 

14%-inch  square  base  can  be  fur¬ 
nished  if  desired. 


No.  566-A 

Size  of  cage,  21  x  12  x  8  inches. 
Base,  12  X  12  inches,  hexagon. 
Height  overall,  28%  inches. 


Constructed  with  panel  door,  which 
can  be  easily  opened  in  order  to 
change  bulb. 


No.  566 


List  Price 


Each 

No.  566.  Cast  Iron,  Rubber  Black  Finish  ^49.50 

No.  566.  Cast  Bronze,  Natural  Bronze  Finish  . 148.50 

No.  566A.  Cast  Iron,  Rubber  Black  Finish .  36.75 

No.  566A.  Cast  Bronze,  Natural  Bronze  Finish .  99.00 


Mottle  Green  finish  same  price  as  Blacfi. 


GLOBE  METAL  M  AXV  F  A  C  T  U  R  IXG  GO..  PHILADELPHIA,  PA. 
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Newel  Post  No.  516 


Diameter  of  base, 
Height  overall,  6 


No.  516 


No.  516B.  5-incli  Holder,  Cast  Iron,  Rubber  Black  Finish 
No.  516C.  6-inch  Holder,  Cast  Iron,  Rubber  Black  Finish 
No.  516D.  7-inch  Holder,  Cast  Iron,  Rubber  Black  Finish 

No.  516B.  5-inch  Holder,  Cast  Bronze,  Natural  Bronze  Finish 
No.  516C.  6-inch  Holder,  Cast  Bronze,  Natural  Bronze  Finish 
No.  516D.  7-inch  Holder,  Cast  Bronze,  Natural  Bronze  Finish 

Mottle  Green  finish  same  price  as  Blacfi. 


7  Vz  inches, 
inches. 


List  Price 
Each 

^4.77 

5.16 

5.55 

19.32 

19.95 

20.55 


Globe  Holder  No.  530 


No.  530 


CAST  IRON,  Rubber  Black  Finish 

List  Price 


Per  100 

No.  530.  354 -inch  Holder  ^49.50 

No.  531.  4-inch  Holder  63.00 


Tapped  for  H-inch  Pipe. 


Globe  Holder  No.  532 


No.  532 


No.  532. 
No.  533. 
No.  534. 
No.  535. 
No.  536. 
No.  537. 


CAST  IRON,  Rubber  Black  Finish 


List  Price 
Per  100 


3  54 -inch  Holder 

4- inch  Holder 

5- inch  Holder 

6- inch  Holder 

7- inch  Holder 

8- inch  Holder 


Tapped  for  either  Vs  or  Va-inch  Pipe, 
ys-inch  Tap  will  be  furnished  unless  otherwise  specified. 


Mottle  Green  finish  same  price  as  Blacfi. 
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GLOBE  METAL  M  AHU  F  ACT  U  R  IHG  CO.,  PHILADELPHIA,  PA. 


One-Piece  Holder  for  Two-Piece  Holder  for 

Sign  Receptacle  No.  518  Sign  Receptacle  No.  520 


No.  518  No.  520 


CAST  IRON,  Rubber  Black  Finish 

List  Price 


Per  100 

No.  518.  3^4 -inch  Holder,  Height,  2  inches;  Base,  5^2  inches  ^48.00 

No.  519.  4  -inch  Holder,  Height,  2I4  inches;  Base  SYj  inches  78.00 

No.  519A.  6  -inch  Holder,  Height,  3  inches;  Base  9^4  inches  225.00 

No.  520.  3'/4-inch  Holder,  Height,  3K  inches;  Base,  6%  inches  108.90 

No.  521.  4  -inch  Holder,  Height,  314  inches;  Base,  6%  inches  118.80 


One-Piece  Holder  for 
Sign  Receptacle  No.  522 


Porch  Ring 

No.  524 


No.  522  No.  524 


CAST  IRON,  Rubber  Black  Finish 


No.  522. 
No.  523. 
No.  524. 
No.  525. 
No.  526. 


3/4 -inch  Holder,  Height,  2/4  inches;  Base,  5'/2  inches 

4  -inch  Holder,  Height,  2%  inches;  Base,  714  inches 

3/4 -inch  Holder,  Height,  l'/2  inches;  Base,  5%  inches 

4  -inch  Holder,  Height,  1%  inches;  Base,  6%  inches 

6  -inch  Holder,  Height,  2%  inches;  Base,  914  inches 


List  Price 
Per  100 


^59.40 

108.90 


36.00 

60.00 

150.00 


Mottle  Green  finish  same  price  as  Blac}{. 


GLOBE  METAL  M  AHU  F  ACT  U  R  IHG  CO..  PHILADELPHIA.  PA. 
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Standard  No.  540 


Diameter  of  base, 
Diameter  of  post, 
Height  overall,  60 


No.  540.  4-inch  Holder,  Cast  Iron,  Rubber  Black  Finish  ^30.00 

No.  540A.  5-inch  Holder,  Cast  Iron,  Rubber  Black  Finish  30.15 

No.  540B.  6-inch  Holder,  Cast  Iron,  Rubber  Black  Finish .  30.60 

No.  540.  4-inch  Holder,  Cast  Bronze,  Natural  Bronze  Finish  90.00 

No.  540A.  5-inch  Holder,  Cast  Bronze,  Natural  Bronze  Finish  91.50 

No.  540B.  6-inch  Holder,  Cast  Bronze,  Natural  Bronze  Finish  93.00 


Standard  can  be  furnished 
$1.50  per  additional  foot,  net,  for  Cast  Iron. 


in  any  height  desired  at  a  charge  of 

$3.00  per  additional  foot,  net. 


for  Cast  Bronze. 


Mottle  Green  finish  same  price  as  Blacfi. 
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GLOBE  METAL  M  AN  U  F  A  C  T  U  R  I  N  C  CO.,  PHILADELPHIA.  PA. 


Standard  No.  541 


Size  of  cage, 

2 1  V2  X  111/2  X  7  V2  inches. 
Diameter  of  base,  I4V2  inches 
Diameter  of  post,  3  Vz  inches. 
Height  overall,  84  inches. 


No.  541 


14  V2 -inch  square  base  can  be 
furnished  if  desired. 


Constructed  with  panel  door,  which 
can  be  easily  opened  in  order  to 
change  bulb. 


List  Price 


Each 

Cast  Iron,  Rubber  Black  Finish . ^55.50 

Cast  Bronze,  Natural  Bronze  Finish . 150.00 


Standard  can  be  furnished  in  any  height  desired  at  a  charge  of 
$1.50  per  additional  foot,  net,  for  Cast  Iron.  $3.00  per  additional  foot,  net,  for  Cast  Bronze. 

Mottle  Green  finish  same  price  as  Blac){. 


GLOBE  METAL  M  AHU  F  ACT  U  R  IHC  CO..  PHILADELPHIA.  PA. 
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Standard  No.  542 


Size  of  cage, 

27  X  16  X  1054  inches. 

Diameter  of  base,  14 '/a  inches. 

Diameter  of  post,  3  Vz  inches. 

Height  overall,  84  inches. 


No.  542 


14  Va -inch  square  base  can  be 
furnished  if  desired. 

Constructed  with  panel  door,  which 
can  be  easily  opened  in  order  to 
change  bulb. 


List  Price 


Each 

Cast  Iron,  Rubber  Black  Finish .  ^67.50 

Cast  Bronze,  Natural  Bronze  Finish . 210.00 


Standard  can  be  furnished  in  any  height  desired  at  a  charge  of 
^1.50  per  additional  foot,  net,  for  Cast  Iron.  ^3.00  per  additional  foot,  net,  for  Cast  Bronze. 


Mottle  Green  finish  same  price  as  Blacfi. 
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GLOBE  METAL  MANUFACTURING  CO..  PHILADELPHIA.  PA. 


Standard  No.  543 


Diameter  of  column  at  top, 
3  V2  inches. 

At  bottom,  4V2  inches. 

Base,  14  inches  square. 


No.  543 


Cast  Iron,  Rubber  Black  Finish,  6-inch  Holder,  5  feet  overall 
Cast  Iron,  Rubber  Black  Finish,  6-inch  Holder,  6  feet  overall 

Prices  for  Cast  Bronze  sent  upon  request. 

Mottle  Green  finish  same  price  as  BlacJ{. 


List  Price 
Each 


^72.00 

78.00 


GLOBE  METAL  MANUFACTURING  CO.,  PHILADELPHIA,  PA. 


Standard  No.  544 


No.  544 

List  Price 


Each 

Cast  Iron,  Rubber  Black  Finish,  6-inch  Holder,  5  feet  overall . ^36.00 

Cast  Iron,  Rubber  Black  Finish,  6-inch  Holder,  6  feet  overall .  39.00 


Prices  for  Cast  Bronze  sent  upon  request. 

Standard  can  be  furnished  in  any  height  desired  at  a  charge  of 
$1.50  per  additional  foot,  net,  for  Cast  Iron 

Mottle  Green  finish  same  price  as  Blacfi. 


can  be 


Diameter  of  base,  14 
Diameter  of  post,  3  V2 


GLOBE  METAL  M  AHU  E  ACT  V  RIHG  CO..  PHILADELPHIA.  PA. 
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Standard  No.  545 


Size  of  cage, 

27  X  16  X  IOV4  inches. 

Diameter  of  post  at 
top,  3  Vz  inches. 

Diameter  of  post  at 
bottom,  4V2  inches. 

Base,  14  inches  square. 


Constructed  with  panel  door  which 
can  be  easily  opened  in  order  to 
change  bulb. 


No.  545 


List  Price 
Each 

Cast  Iron,  Rubber  Black  Finish,  6  feet  8  inches  overall  ^123.00 

Cast  Iron,  Rubber  Black  Finish,  7  feet  8  inches  overall  131.70 

Cast  Bronze,  Natural  Bronze  Finish,  6  feet  8  inches  overall  371.25 

Cast  Bronze,  Natural  Bronze  Finish,  7  feet  8  inches  overall  397.26 


Mottle  Green  finish  same  price  as  Blac]{. 


GLOBE  METAL  M  AHU  F  ACT  U  R  IHG  CO..  PHILADELPHIA.  PA. 
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Standard  No.  546 


Size  of  cage, 

28  X  13  Vi  X  13  Vi  inches. 

Diameter  of  post  at 
top,  3  Vi  inches. 

Diameter  of  post  at 
bottom,  A-Vi  inches. 

Base,  14  inches  square. 


No.  546 


Constructed  with  hinge  on  door, 
which  can  be  easily  opened  in 
order  to  change  bulb. 


List  Price 
Each 


Cast  Iron,  Rubber  Black  Finish,  6  feet  8  inches  overall . ^123.00 

Cast  Iron,  Rubber  Black  Finish,  7  feet  8  inches  overall .  131.70 

Cast  Bronze,  Natural  Bronze  Finish,  6  feet  8  inches  overall  371.25 

Cast  Bronze,  Natural  Bronze  Finish,  7  feet  8  inches  overall .  397.26 


Mottle  Green  finish  same  price  as  Blac\. 
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GLOBE  METAL  M  AHU  F  AC  T  U  R  IHG  CO.,  PHILADELPHIA,  PA. 


Standard  No.  547  B 


Base,  12  inches  hexagon. 
Diameter  of  post,  2^8  inches. 
Height  overall,  39  inches. 


List  Price 
Each 


No.  547B.  5-inch  Holder,  10-inch  Ball,  Cast  Iron,  Rubber  Black  Finish  ^48.90 
No.  547C.  6-inch  Holder,  12-inch  Ball,  Cast  Iron,  Rubber  Black  Finish  52.62 

No.  547B.  5-inch  Holder,  10-inch  Ball,  Cast  Bronze,  Natural  Bronze  Finish  148.50 
No.  547C.  6-inch  Holder,  12-inch  Ball,  Cast  Bronze,  Natural  Bronze  Finish  160.89 


Standard  can  be  furnished  in  any  height  desired  at  a  charge  of  r  d 

$3.50  per  additional  foot,  net,  for  Cast  Iron.  $7.50  per  additional  foot,  net,  for  Cast  Bronze. 

Mottle  Green  finish  same  price  as  Blacfi. 


GLOBE  METAL  M  AHLJ  F  A  C  T  U  R  IHG  CO.,  PHILADELPHIA,  PA. 
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Standard  No.  548 


Size  of  cage,  22  x  7  Vz  x  1 2  inches. 
Base,  12  inches,  hexagon. 

Diameter  of  post,  2  Vs  inches. 
Length  overall,  46  inches. 


No.  548 


Cast  Iron,  Rubber  Black  Finish . 

Cast  Bronze,  Natural  Bronze  Finish 


List  Price 
Each 

^75.00 

173.25 


Standard  can  be  furnished  in 
$3.50  per  additional  foot,  net,  for  Cast  Iron. 


any  height  desired  at  a  charge  of 

$7.50  per  additional  foot,  net,  for  Cast  Bronze. 


Mottle  Green  finish  same  price  as  Blacfi. 
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GLOBE  METAL  M  AXU  F  AC  T  U  R  IHG  CO.,  PHILADELPHIA.  PA. 


Standard  No.  700 


Height  overall,  79  inches. 

Square  column,  iVz  inches. 

Square  base,  1 3  inches. 

Size  of  cages,  I8V2  x  10  x  6V2  inches. 

Size  from  center  to  center 
of  cages,  15  inches. 


No.  700 


List  Price 
Each 

Cast  Iron,  Rubber  Black  Finish . ^123.75 

Cast  Bronze,  Natural  Bronze  Finish .  300.00 


Mottle  Green  finish  same  price  as  Blacfi. 


No.  550 


Solderless  Ground 
Clamp 


Solder  Ground 
Clamp 


Approved  by  National  Board  of 
Fire  Underwriters 


Approved  by  National  Board  of 
Fire  Underwriters 


Made  of  Tinned  Copper 
or 

Aluminum 


Made  of  Tinned  Copper 


SIZES 

No.  555. 

SIZES 

Va  to  1  inch. 

No.  550.  %  to  1  inch. 

No.  556. 

%  to  2  inches. 

No.  551.  Vs  to  2  inches. 

No.  557. 

Va  to  3  inches. 

No.  552.  Vs  to  3  inches. 

No.  558. 

Va  to  4  inches. 

Malleable  Iron  Chain  Pliers 

Packed  12  to  a  box 
Sold  in  Vz  gross  and  gross  lots 


No.  1550 


No.  1575 


%  -inch  Steel 
Locknut 


54  -inch  Steel 
Locknut 


No.  1600 


%  -inch  Steel 
Locknut 


Prices  of  above  sent  upon  request. 
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CTURIHG  CO..  PHILADELPHIA,  PA. 


“Globe”  Colored  Pearl  Switch  Plates 

METAL  BACK 

EFFECTIVE  JULY  8,  1933 


CATALOGUE  PEARL  COLORS  PLAIN  COLORS 

NUMBER  List  Price  Per  Plate  List  Price  Per  Plate 


One  Gang 

— A-lOl 

^0.25 

^0.17/2 

Toggles 

Two  Gang 

—A- 102 

.50 

.35 

Three  Gang 

—A- 103 

.75 

.52/2 

Push 

One  Gang 

— A-lll 

^0.25 

^0.171/ 

Buttons 

Two  Gang 

— A-112 

.50 

.35 

Three  Gang 

— A.113 

.75 

.52/2 

Single 

Receptacle 


Duplex 

Receptacle 


—A- 120 


^0.25 


^0.17‘/2 


Combination  Toggle 
and 

Single  Receptacle 


— A-132 


^0.50 


^0.35 


Combination  Toggle 
and 

Duplex  Receptacle 


— A.133 


Horizontal 

Toggle 

Plates 


Two  Switches  (Dugle)  A-82 
Three  Switches  (Trigle) — A-83 


^0.50 


^0.25 

.25 


^0.35 


^0.175/2 

.171/2 


Round 

Handle 

Toggle 


One  Gang — A-141 
Two  Gang — A- 142 


^0.25 

.50 


^0.17/2 

.35 


Single  Telephone 
Outlet  Plate 


— A-141T 


^0.25 


^0.17/2 


Blank 

Plates 


One  Gang  — A-  61 
Two  Gang  — A-  62 
Three  Gang  — A-  63 


^0.25 

.50 


.75 


^0.171/2 

.35 

.52/2 


SPECIAL  PLATES  (other  than  those  shown  above)  per  gang  ^0.50 


per  gang  ^0.35 


PEARL  COLORS: — Buff,  White,  Blue,  Green  and  Pink. 

Every  Plate  unconditionally  guaranteed. 


PLAIN  COLORS:— Buff,  White. 


^  AVU'i 
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CHANGE  OF  PRICES 

Effective  July  8,  1933 

Distributor’s  NEW  NET  PRICES  on 
Plain  and  Color-Pearl  Switch  Plates 


Plain  Colors  Pearl  Colors 

Net  per  gang  10|^  Net  per  gang 
Above  prices  on  Standard  Package  quanities  only 

Standard  Package:- 

25  one  gangs  or  10  two  gangs  or  5  three  gangs 


BROKEN  PACKAGE  PRICES 

Plain  Colors 

Pearl  Colors 

Net  per  gang 

Net  per  gang 

LIST  PRICES 

Plain  Colors 

I’earl  Colors 

List  per  gang 

List  25^  per  gang 

Four  gang  plates  and  over  and  all  special  plates 

will  net  as 

follows:- 

Plain  Colors 

Pearl  Colors 

14^  Net  per  gang 

20p  Net  per  gang 

No  order  will  be  shipped  for  amount  less  than  ^1.00 

net.  All  prices  F.  O. 

B.  Philadelphia,  Pa. 

27o  -  10  days, 

Net  30  days 

Globe  Metal  Manufacturing  Co. 
1932  E.  Lctterly  Street 
PKriadelphia^  Pa. 
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